Advant® OCS with Master software User Documentation 


This document lists the contents of the Advant OCS User Documentation CD-ROM with 


the Article Number: 3BSE 008 143R1001. 


To open a specific book, just click on the book title in the list below. 


Advant OCS, (books for general use) 
Advant OCS Installation Rules User’s Guide 


MasterNet User's Guide 
EXCOM User's Guide 
GCOM Multidrop User's Guide 


Advant Fieldbus 100 User's Guide 


Functional Unit Part 1. Common Properties U's G 
Functional Unit Part 2. AI, AO, DI, DO U's G 
Functional Unit Part 3. SEQ, GROUP U's G 
Functional Unit Part 4. PIDCO, RATIOSTN, MANS 
Functional Unit Part 5. GENXXX U's G 

Functional Unit Part 6. MOTCON, VALVECON 
Functional Unit Part 7. PPDCONA User's Guide 
Functional Unit Part 8. DRICONS User's Guide 
Functional Unit Part 9. DRICONE User's Guide 


S800 /O 


$800 I/O General Information and Installation 

$800 I/O Modules and Termination Units 

S800 I/O Modules and Term. Units w Intrinsic Safety Interf. 
S800 I/O Fieldbus Com. Interface for Advant Fieldbus 100 
$800 I/O Fieldbus Com. Interface for PROFIBUS-DP 

S800 I/O PROFIBUS FCI Memory Maps f CI830 Ref. M. 


Advant Controller, (books for general use) 


S100 I/O Hardware Ref. Manual 


Intrinsic Safety Support S100 I/O with Series 2000 U’s G 
Intrinsic Safety Support User’s Guide 
Master Fieldbus and S400 I/O User’s Guide 


S600 I/O Hardware Ref. Manual 


HART™ Protocol Interface User’s Guide 
AMPL Application Building Ref. Manual 
AMPL Configuration AC 100 Series Ref. Manual 


3dMPC User’s Guide 


3BSE 009 178ROO001 Rev A 
3BSE 003 839R0201 

3BSE 003 835RO0001 

3BSE 000 165RO0001 

3BSE 000 506R701 


3BSE 003 849R201 

3BSE 003 850RO0001 Rev A 
3BSE 003 851RO001 Rev A 
3BSE 003 852RO001 Rev A 
3BSE 003 853RO001 Rev A 
3BSE 003 854RO0001 Rev A 
3BSE 002 433R0101 

3BSE 012 570R0101 

3BSE 013 947RO001 


3BSE 020 923R101 
3BSE 020 924R101 
3BSE 020 927R101 
3BSE 020 925R101 
3BSE 020 926R101 
3BSE 019 081R201 


3BSE 002 413R301 

3BSE 018 949R101 

3BSE 008 431R101 Rev A 
3BSE 003 837RO0001 

3BSE 011 123RO001 Rev B 
3BSE 008 619RO001 

3BSE 003 841R0001 

3BSE 009 626R401 

3BSE 011 572R101 


System Software Extensions AC 100 Series Designers Guide 3BDS 003 340R401 


3BSE 009 962D0010 


Advant Controller 55 


Advant Controller 55 User’s Guide 

PC Elements AC 55 Ref. Manual 

Data Base Elements AC 55 Ref. Manual 
RCOM AC 55 User’s Guide 


Advant Controller 70 


Advant Controller 70 User’s Guide 
PC Elements AC 70 Ref. Manual 
Data Base Elements AC 70 Ref. Manual 


Advant Controller 110 


Advant Controller 110 User’s Guide 

PC Elements AC 100 Series Ref. Manual 

Data Base Elements AC 100 Series Ref. Manual 
RCOM AC 100 Series User’s Guide 

Multi Vendor Interf. MODBUS AC 100 Series 
MultiVendor Interf. Siemens AC 100 Series 
Advant Controller 110 PROFIBUS-DP 


Advant Controller 160 


Advant Controller 160 User’s Guide 
$600 I/O Hardware AC 160 Ref. Manual 
PC Elements AC 160 Ref. Manual 

Data Base Elements AC 160 Ref. Manual 
PROFIBUS-DP AC160 User’s Guide 


3BSE 006 528RO0101 
3BSE 006 526RO0101 
3BSE 006 525RO0101 
3BSE 006 529RO001 Rev A 


3BUR 000 874R301 
3BSE 009 177R201 
3BSE 009 456R301 


3BSE 009 131R0101 

3BSE 000 504R301 

3BSE 000 505R501 

3BSE 003 181RO001 Rev A 
3BSE 006 712RO001 Rev A 
3BSE 006 713RO001 Rev A 
3BDS 100 313R301 


3BDS 005 555R101 
3BDS 005 558R101 
3BDS 005 557R101 
3BDS 005 556R101 
3BDS 005 500R1 


3BSE 009 962D0010 


Advant Controller 400 Series 


Advant Controller 410 *1.5 User’s Guide 
Advant Controller 450 *2.3 User’s Guide 
AMPL Configuration AC 400 Series Ref. Manual 
PC Elements AC 400 Series Ref. Manual 
User Defined PC Elements User’s Guide 


Free-Programmable Module AC400 Series User’s Guide 


Fuzzy Control with FUZZYCON User’s Guide 

Data Base Elements AC 400 Series Ref. Manual 
MasterView 320 User's Guide 

RCOM AC 400 Series User's Guide 

MultiVendor Interf. AC 400 Series User's Guide 
MultiVendor Interf. Protocol Development Kit U's G 
Multi Vendor Interf. MODBUS AC 400 Series U's G 
MultiVendor Interf. MODBUS MVB + CI534 V02 
Multi Vendor Interf. Siemens AC 400 Series U's G 
MultiVendor Interf. Allen-Bradley DF1 User’s Guide 
Upgrading the MasterPiece 200/1 User’s Guide 
Object Support via AF 100 User’s Guide 
PROFIBUS - DP AC 400 Series User's Guide 
Advant Wireless Client User’s Guide 


Advant Station, (books for general use) 


Advant Station 515 Hardware Ref. Manual 

Advant Station 520/B132L Hardware User’s Guide 
Advant Station 520/B132L+ Hardware User’s Guide 
Advant Station 520i Hardware User’s Guide 

Advant Station 520i1/B132L Hardware User’s Guide 
Advant Station 530/C110 Hardware User’s Guide 
Advant Station 530/B180L Hardware User’s Guide 


3BSE 002 414R601 Rev A 
3BSE 002 415R701 Rev A 
3BSE 002 417R601 

3BSE 002 418R601 

3BSE 009 739RO001 Rev A 
3BSE 001 688RO001 Rev A 
3BSE 012 693RO001 

3BSE 014 819R301 

3BSE 003 836RO001 Rev A 
3BSE 000 532R101 Rev B 
3BSE 000 531R0101 Rev A 
3BSE 015 373RO0001 

3BSE 000 533RO001 Rev A 
3BSE 010 719R101 

3BSE 000 535RO001 Rev A 
3BSE 013 712RO001 

3BSE 006 727R0101 

3BSE 014 762RO0001 

3BSE 016 040R101 Rev A 
3BSE 019 553R101 


3BSE 006 747R0101 
3BSE 013 168RO0001 
3BSE 016 465RO001 
3BSE 002 430R0201 
3BSE 013 169RO001 
3BSE 006 748R0101 
3BSE 014 038RO0001 


Advant Station 520/B180L+530/B180L Hardw PCI S U’sG 3BSE 020 640R101 
Advant Station 520/B180L+530/B180L Hardw EISA S U’s G3BSE 020 293R101 


Advant Station 500 Series Upgrade Instructions 
Real-Time Accelerator Board User’s Guide 
Redundant Disk Array User’s Guide 


3BSE 015 104RO001 Rev C 
3BSE 014 034R0001 
3BUR 000 569RO101 


3BSE 009 962D0010 


AdvaCommand Functions 


AdvaCommand for Windows NT Basic Functions 
AdvaCommand for Windows NT Localization 
AdvaCommand for Windows NT Hardware 
AdvaCommand Basic Functions *1.7 User’s Guide 
AdvaCommand Basic Functions *1.8 User’s Guide 
AdvaCommand User Interface *1.7 Ref. Manual 
AdvaCommand User Interface *1.8 Ref. Manual 
AdvaCommand User Interface Ext. Disp. Elem. Lib. Ref. M. 
AdvaCommand Process Sectioning *1.7 User’s Guide 
AdvaCommand Process Sectioning *1.8 User’s Guide 
AdvaCommand Status List User’s Guide 
AdvaCommand X Workplace Server *1.7 User’s Guide 
AdvaCommand X Workplace Server *1.8 User’s Guide 
AdvaCommand Localization User’s Guide 


Advant Engineering Products 


Advant Station 100 Series Engin. Station User's G 
AMIS and Kermit User’s Guide 

Source Code Handling User's Guide 

On-line Builder *2.7 User’s Guide 

On-line Builder *2.6 Ref. Manual 

Application Builder User's Guide 

Function Chart Builder User's Guide 

Function Chart Builder Type Circuits Drives Objects U's G 
Document Builder User’s Guide 

Parameter Builder User’s Guide 

AMPL Control Configuration Commands User’s Guide 
Structure Builder User’s Guide 

Bulk Data Handling and Reuse Ref. Manual 
Engineering Methods Ref. Manual 

Advant Object Library Advant Controllers Ref. Manual 
Bus Configuration Builder User’s Guide 

Advant Station 100 Series Eng. Board Installation Guide 
PROFIBUS Library Editor User’s Guide 


Electrical Diagram Builder Documentation Binder 
Electrical Diagram Builder User’s Guide 

Electrical Diagram Builder Building Libraries 
elMaster design User’s Manual 

elMaster project administrator User’s Manual 
elMaster project User’s Manual 


Wiring Builder Documentation Binder 


Wiring Builder User’s Guide 
elMaster interconnect User’s Manual 


3BSE 015 820RO001 Rev A 
3BSE 015 821RO0001 
3BSE 015 822RO0001 
3BSE 001 976R0301 
3BSE 001 976R0401 Rev A 
3BSE 001 962R0201 
3BSE 001 962R0301 
3BSE 014 763 ROOO! 
3BSE 001 963R0101 Rev B 
3BSE 001 963R0201 Rev A 
3BSE 001 964RO0001 Rev C 
3BSE 008 338R0101 
3BSE 008 338R0201 
3BSE 009 666RO0001 Rev A 


3BSE 007 117R701 
3BSE 002 423R0001 
3BSE 003 838R0101 
3BSE 009 602R501 
3BSE 001 974R601 
3BSE 007 031R701 
3BSE 007 149R801 
3BSE 013 131R0201 
3BSE 013 929R201 
3BSE 013 930R201 
3BSE 013 931R301 
3BSE 013 932R201 
3BDS 100 581R1 
3BSE 013 933R201 
3BSE 013 934R301 
3BDS 100 312R201 
3BDD 000 008R801 
3BDS 100 585R1 


3BDS 001 708R0101 
3BDS 001 710R0101 
3BDS 100 491R0001 
3BDS 100 492R0001 
3BDS 100 493R0001 


3BDS 001 712R0101 
3BDS 100 495RO0001 


3BSE 009 962D0010 


Advant Station 500 Series Engineering Stations 


Advant Station 500 Series ES User’s Guide 
Engineering Methods AS 500 ES Ref. Manual 


AdvaBuild Functions 


AdvaBuild Display Builder User’s Guide 
AdvaBuild Display Distribution Services 
AdvaBuild Central Backup User's Guide 
AdvaBuild Function Chart Builder User's Guide 
AdvaBuild On-line Builder OS User's Guide 
AdvaBuild Diagram Builder User's Guide 
AdvaBuild Diagram Builder Ref. Manual 
AdvaBuild Electrical Diagram Builder Ref. Manual 
AdvaBuild Document Builder User's Guide 
AdvaBuild Object Types Ref. Manual 
AdvaBuild Object Type Builder User's Guide 


Advant Station 500 Series IMS 
Advant Station 500 Series IMS User's Guide 


AdvaInform Functions 


AdvaInform Basic Functions User's Guide 
Advalnform Object Handling User's Guide 
AdvaInform Object Types Ref. Manual 

AdvaInform History User's Guide 

Advalnform Reports User's Guide 

AdvaInform Calculations User's Guide 

Advalnform Event Log User’s Guide 

Advalnform User API User’s Guide 

Advalnform SQL*Connect User’s Guide 

Advalnform SQL*Connect Programming User’s Guide 


AdvaTalk Functions 
AdvaTalk Link to MATLAB User’s Guide 


Advant Station 100 Series IMS 
Advant Station 100 Series IMS User's Guide 


3BSE 001 972R0201 
3BSE 001 977R0201 


3BSE 001 968R0201 Rev B 
3BSE 007 959RI Rev A 
3BSE 001 971R0201 Rev A 


3BSE 001 978R0201 


3BSE 001 970R0201 Rev A 


3BSE 001 979RO201 
3BSE 011 533RO0001 
3BSE 001 973R0101 
3BSE 001 980R0201 
3BSE 001 981R0201 
3BSE 001 012R0501 


3BSE 002 434R0301 Rev B 


3BSE 005 992R0301 
3BSE 001 013R0501 
3BSE 004 008R0301 
3BUR 001 402R0001 
3BUR 001 405R0001 
3BSE 002 257R0301 
3BSE 002 426R0201 
3BSE 011 011R0101 
3BSE 012 638RO001 
3BSE 014 220R0001 


3BSE 013 989RO001 


3BSE 000 509RO101 


3BSE 009 962D0010 


AdvaSoft for Windows 


AdvaSoft for Windows User’s Guide 

AdvaCommand Runtime and Development U’s G 
Advant Fieldbus 100 Interface AdvaSoft for W.U’s G 
SQL*Net TCP/IP AdvaSoft for Windows U’s G 
GCOM Interface AdvaSoft for Windows U’s G 
Advant OPC Server Advant Fieldbus 100 U’s G 


AdvaSoft 2.0 for Windows NT 


Advant Alarms User’s Guide 

Advant Trends User’s Guide 

Advant History User’s Guide 

Advant Reports Add-Ins User’s Guide 

Advant Graphics User’s Guide 

Advant Graphic Library f Process Industry f AC100 Ref.M 
Advant Workplace Engineering Methods Ref. Manual 
Advant Plant Explorer User’s Guide 

Advant Connectivity for AC 100 Series Ref. Manual 
Advant Workplace User’s Guide 

Advant Workplace Products Administrators Guide 
AdvaSoft 2.0 for Windows NT Operator’s Guide 


Product Guides 


Advant OCS with Master Software Overview 

$100 I/O 

$800 I/O 

Advant Controller 55 

Advant Controller 70 

Advant Controller 110 

Advant Controller 160 

Advant Controller 410 

Advant Controller 450 

Loop Optimizer Suite 

3dMPC Model Predictive Controller 

Advant OPC Server for Advant Fieldbus 100 

Advant Operator Workplace AdvaCommand for Unix *1.8/3 
Advant Operator Workplace AdvaCommand for NT *1.7/1 
Advant Workplace Products AdvaSoft 2.0 f Win NT 
Advant Engineering Products 


3BSE 006 236R0301 
3BSE 006 237R0201 
3BSE 006 238R0201 
3BSE 006 239RO101 
3BSE 008 227RO0101 
3BSE 013 896R101 


3BUR 001 812R0101 
3BUF 000 298RO0001 
3BUF 000 297R0001 
3BUF 000 254R0001 
3BSE 017 091R101 
3BSE 017 089R101 
3BSE 017 088R101 
3BSE 017 086R101 
3BSE 017 085R101 
3BSE 017 084R101 
3BSE 014 254R101 
3BSE 017 090R101 


3BSE 016 140R101 Rev A 
3BSE 015 967R201 Rev A 
3BSE 015 969R201 Rev A 


3BSE 016 143RO0001 
3BSE 016 142R101 
3BSE 016 141R0001 
3BSE 014 721R101 


3BSE 015 966R201 Rev A 
3BSE 015 953R201 Rev A 


3BSE 016 144R201 
3BSE 018 935R101 
3BSE 017 810R101 
3BSE 015 880R501 
3BSE 015 877R201 
3BSE 014 673R101 
3BSE 014 966R601 


3BSE 009 962D0010 


